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Conference  Calendar 


Title  of  Meeting 

Location 

Date 

Further  Information  from: 

3rd  International  Symposium 
on  Solid  Oxide  Fuel  Cells 

Honolulu,  HI, 
USA 

May  16-21, 

1993 

Dr.  S.  C.  Singhal, 

Westinghouse  Electric  Corp., 
Science  &  Technology  Center, 

1310  Beulah  Road, 

Pittsburgh,  PA  15235,  USA 

Tel:  1  412  256  1208 

Fax:  1  412  256  1348 

LABAT-93 

Varna, 

Druzhba, 

Bulgaria 

June  7-11, 

1993 

Professor  D.  Pavlov, 

Central  Laboratory  of 
Electrochemical  Power  Sources, 
Bulgarian  Academy  of  Sciences, 
Sofia  1113,  Bulgaria 

Fax:  359-2-72  2544 

Third  Grove  Fuel 

Cell  Symposium 

UK 

September  28- 
October  1, 

1993 

Kay  Russell, 

Conference  Department, 

Elsevier  Science  Publishers  Ltd, 
Mayfield  House, 

256  Banbury  Road, 

Oxford  0X2  7DH,  UK 

Tel:  +44  (0)  865  512242 

Fax:  +44  (0)  865  310981 

7th  International  Meeting  on 
Lithium  Batteries 

Boston,  MA, 

USA 

May  15-20, 

1994 

Dr.  H.  Frank  Gibbard, 

Duracell  Inc., 

New  Products  and  Technlogy 
Division, 

Duracell  Worldwide  Technology 

37  A  Street, 

Needham.  MA  02194.  USA 

Elsevier  Sequoia 


